SIGMA/DELTA : TRANSDUCER INTERFACE A/D CONVERTERS 


SIGMA/DELTA Transducer Interface: Analog to Digital Converters 
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AD7701 &AD7703: BRICK WALL FILTER RESPONCE, CLOCK PROGRAMMABLE 
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AD77xx: SINx A 3 FILTER RESPONCE, SOFTWARE PROGRAMMABLE 

























AD7730, 2 DIFF CH, TRANSDUCER ADC WITH 6 TARE BIT DAC FOR WEIGH SCALES & PRESSURE TRANSDUCERS 
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ALL SPECS AFTER CALIBRATION 
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AD7716 4 Channel: Programmable cutoff 18.75HZ to 300 HZ 
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